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1 Installation of Door-Closers 


1# It ic rtfusested that tferee (3) door-closers be metalled 
ia itea* 5^# 1117 ”B” Street, ttey «*• to be pieced 0 ® the doors 
leading txm the Secsptianist's area into three Secure Area Hoas*. 
S eearity requirements necessitate me installation. 
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